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SUBJECT: FDA ADVISORY - DEFECTIVE PACEMAKERS 

REE: STATE 143182 

1. EMBASSY HAS CONTACTED PERSONAL PHYSICIAN OF 

MRS. AMALIA GALLARDO, DR. MARCOS BOGRAN, AS REQUESTED 
IN REFTEL. BOGRAN SAID THAT PACEMAKER REFERRED TO IN 
REETEL (SERIAL NUMBER 55230) WAS REMOVED FROM PATIENT IN 
MIAMI, FLA. IN MAY 1974 AFTER IT FAILED 16 MONTHS AFTER 
IMPLANTATION. DR. MAYNARD TAYLOR OF MIAMI WAS THE 
PHYSICIAN WHO IMPLANTED THE REPLACEMENT. 

2. DR. BOGRAN INFORMS EMBASSY THAT THE DR. FRED SMITH 
MENTIONED IN PARA. 3 OF REFTEL IS NOT IN HONDURAS. BOGRAN 
SAYS HIS ADDRESS IS: 250 BIRD ROAD, CORAL GABLES, FLA. 
SMITH'S PHONE NUMBER IS 305-445-3535. 
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